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To  the  Chairman  and  Members  of  the  Health  Committee 


Ladies  and  Gentlemen, 

I  have  the  honour  to  present,  for  your  information  and  consideration,  the 
Annual  Report  on  the  health  and  sanitary  circumstances  of  the  Urban  District 
of  Westhoughton  for  the  year,  1961, 

STATISTICS 


The  estimated  population  of  the  district  in  1961  was  16,280,  an  increase 
of  65O  on  the  figure  ascertained  for  I960, 

During  the  year  a  total  of  290  births  were  registered,  of  which  4  were 
still  born,  so  that  the  Live  Birth  Rate  for  the  year  under  review  is  15*7  as 
against  16,7  the  previous  year,  and  the  Still  Birth  Rate  16,0  as  against 
45.6  in  I960, 

Two  infants  failed  to  survive  to  their  first  birthday,  giving  an 
Infantile  Mortality  Rate  of  8,1  for  the  year,  compared  with  two  deaths  and 
a  rate  of  8,0  in  the  previous  year.  This  is,  of  course,  an  exceptionally  low  rate, 

I  am  pleased  to  be  able  to  report  that  tha-*  e  has  been  no  maternal  death. 

The  Maternal  Mortality  Rate,  therefore,  remains  at  nil. 

The  number  of  deaths,  from  all  causes,  was  213,  giving  a  Crude  Death  Rate 
of  13.1  and  an  adjusted  rate  of  14.5 

HEALTH  SERVICES 


The  Lancashire  County  Council  through  its  Divisional  Health  Scheme,  1947 , 
has  continued  to  provide  the  personal  health  services  in  the  district,  details 
of  which  will  be  found  in  Section  B  of  the  Report,  together  with  certain 
essential  information  in  regard  to  other  services, 

SANITARY  CIRCUMSTANCES 

As  previously,  the  sanitary  circumstances  in  the  district  have  been  kept  under 
supervision,  details  of  which  will  be  found  in  Section  C,  The  Council's  second 
Five  Year  Clearance  Programme  of  135  houses  was  put  into  operation  by  the 
representation  of  2+0  houses.  These  included  three  Clearance  Areas* 

Two  Smoke  Control  Orders  wrere  made  during  the  year  and  following  a  Public 
Inquiry  the  Westhoughton  (No,  2)  Smoke  Control  Order  will  cane  into  operation 
on  1st  October,  1962,  This  Area  consists  of  3H  houses  and  is  bounded  by 
Rosebery  Street,  Leigh  Road,  Washacre,  Southfield  Drive  and  fhorawell. 

Apparatus  recording  the  amount  of  smoke  and  sulphur  dioxide  in  the  atmosphere 
7/as  put  into  operation  towards  the  end  of  the  year. 
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SANITARY  CIRCUMSTANCES  (cont'd.) 


Inspection  of  houses  for  items  of  disrepair;  dealing  with  miscellaneous 
complaints  and  routine  visits  to  food  premises  continued  to  occupy  a  good  deal 
of  the  Inspectors  time.  The  amount  of  administrative  and  clerical  work  in  the 
Department  has  tended  to  increase,  particularly  in  connection  with  the  Glean 
Air  Act,  1956. 

INFECTIOUS  DISEASES 


There  has  “been  no  serious  outbreak  of  infectious  disease  during  the  year. 

Details  of  the  various  diseases  concerned  will  be  found  in  Section  P  of 
the  report. 


Yours  faithfully, 

E.  TAYLOR, 

iiedical  Officer  of  Health. 
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SECTION  ... 


Statistics  and  Social  Conditions  of  the  i.rea, 

GENERAL, 

Area  of  the  district  in  acres 
Population  -  1961  census 
Number  of  Inhabited  Houses  at  end  of  year 
Sum  represented  by  a  Penny  Rate 

VITAL  STATISTICS. 


5,55k 
16, 25k 
5,691. 
£580 


BIRTHS 

(a)  Live  Births  -  Legitimate 

Illegitimate 

Live  Birth  Rate  (Per  1,000 
population)  -  15.7 

(b)  Still  Births 

Still  Birth  Rate  (Per  1,000 
total  births,)  -  16.0 

( c )  Total  Live  and  Still  Births 


Rale  Pemale  Total 

135  107  -42 

3 1 Jt 

138  108  2R$ 


1  3 


139 


ill 


DEATHS 

(a)  Infant  Deaths  (deaths  under  1  year) 


<1 


(b)  Infant  Mortality  Rates  - 

Total  infant  deaths  per  1,000  total  live  births  8,1 


Legitimate  infant  deaths  per  1,000  legitimate  live  births  8,1 

Illegitimate  infant  deaths  per  1,000  illegitimate  live 

births  Nil . 


(c)  Neo-natal  Mortality  Rate  (deaths  under  A  weeks  per  1,000 

total  live  births.)  8,1 

(d)  Early  Neo-natal  Mortality  Rate  (deaths  under  1  week  per 

1,000  total  live  births.)  8,1 


DEATHS  (contra.) 


(e)  Perinatal  Mortality  Rate  (stillbirths  and  deaths  under 

1  week  combined  per  1,000  total  live  and  stillbirths.) . 24. 

(f)  Maternal  Mortality 

Number  of  deaths  .  Nil 

Maternal  Mortality  Rate  (deaths  per  1,000  total 

live  and  stillbirths)  ...  Nil 

(g)  Cancer . 34 

(h)  Measles  .  Nil 

(i)  Whooping  Cough  . Nil 

(j)  Bronchitis  . 21 

(k)  Tuberculosis  -  Pulmonary  . 1 

Non-Pulmonary  . Nil 

(l)  Mil  Causes 


Male  .  122 

Female . 91 

Total . 213 


Death  Rate  (per 

1,000  population.) 

(a) 

Crude 

— 

13.1 

(t) 

.adjusted 

— 

14.3 
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^irth  and  Death  Rates,  together  with  Case  Rates  for  certain  Infectious  Diseases  for 
England  and  Wales  for  the  year,  1961,  with  corresponding  figures  for  Wes thought on. 

Rates  per  1 

,000  Home  Population 

BIRTHS:- 

England  and 

Wales.  We s thou  di  ton. 

Live  Births 

17.  A 

15.7 

Still  Births 

18.7 

(a)  lb.0  (a) 

DEATHS : - 

All  Causes 

12.0 

14.5 

Tuberculosis  -  (all  forms) 

0.072 

0.06 

Respiratory 

0.065 

0.06 

Non-Re spir a tory 

0.007 

Nil 

Cancer  ( all  forms) 

2.16 

2.09 

Lungs  and  Bronchus 

0.49 

0.18 

Other  Cancer 

1.67 

1.91 

Maternal  Mortality 

0.33 

(a)  Nil  (a) 

Infant  Mortality 

21.4 

(8)  8.1  (!) 

Neo-natal  Mortality 

15.5 

(1)  8.1  (1) 

NOTIFICATIONS  (Corrected) 

Typhoid  Fever 

0.002 

Nil 

Paratyphoid  Fever 

0.005 

Nil 

Meningococcal  Infection 

0.014 

Nil 

Scarlet  Fever 

0.433 

0.49 

Whooping  Cough 

0.530 

0.55 

Diphtheria 

0.001 

Nil 

Erysipelas 

0.048 

Nil 

Smallpox 

0.000 

Nil 

Measles 

16.522 

13.45 

Acute  Pneumonia 

0.100 

Nil 

Acute  Poliomyelitis : - 
Paralytic 

0.017 

Nil 

Non-Paralytic 

0.004 

Nil 

Acute  Encephalitis 

Infective 

0.003 

Nil 

Post-Infectious 

0.003 

Nil 

Dysentery 

0.442 

Nil 

Food  Poisoning 

0.170 

Nil 

Puerperal  Pyrexia 

0.181 

Nil 

Tuberculosis : - 
Respiratory 

0.416 

0.06 

Meninges  and  C.N. S. 

0.054 

Nil 

Other 

0.055 

Nil 

(a)  Per  1,000  total  (Live  and  Still)Births. 
(t>)  Per  1,000  Live  Births. 
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The  following  table  gives  the  number  of  deaths 
from  the  various  causes,  during  the  year  -  1961, 


CAUSES  OP  DEATH. 


Tuberculosis,  respiratory 
Tuberculosis,  other 
Syphilitic  disease 
Diphtheria 
Whooping  Cough 
Meningococcal  infections 
Acute  Poliomyelitis 
Measles 

Other  infective  and  parasitic  diseases 
Malignant  neoplasm,  stomach 
Malignant  neoplasm,  lung  bronchus 
Malignant  neoplasm,  breast 
Malignant  neoplasm,  uterus 
Other  malignant  and  lymphatic  neoplasms 
Leukaemia  a leukaemia 
Diabetes 

Vascular  lesions  of  nervous  system 

Coronary  disease,  angina 

Hypertension  with  heart  disease 

Other  heart  disease 

Other  circulatory  diseases 

Influenza 

Pneumonia 

Bronchitis 

Other  diseases  of  respiratory  system 

Ulcer  of  stomach  and  duodenum 

Gastritis,  enteritis  and  diarrhoea 

Nephritis  and  nephrosis 

Hyperplasia  of -prostate 

Pregnancy,  childbirth  and  abortion 

Congenital  malformations 

Other  defined  and  ill-defined  diseases 

Motor  Vehicle  accidents 

All  other  accidents 

Suidide 


Total 


MALE 

FEMALE  t 

TOTAL 

—  .  .  t 

1 

1 

_  i 

1 

- 

- 

- 

1 

5 

- 

1 

6 

2 

1 

3 

— 

3 

3 

— 

A- 

4 

7 

9 

16 

1 

1 

2 

1 

1 

2 

11 

14 

23 

28 

13 

41 

6 

6 

17 

18 

35 

5 

l 

6 

2 

3 

5 

3 

1 

4 

16 

5 

21 

4 

1 

5 

1 

— 

1 

11 

9 

20 

1 

1 

2 

— 

3 

3 

— 

1 

i 

1 

!  122 

1  91 

rH 

C\J 

SOCIAL  CONDITIONS . 

No  material  change. 
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SECTION  B 


I 


General  Provision  of  Health  Services 
for  the  Lrea. 


Divisional  Medical  Officer. 


Ellis  Taylor,  M.B.,  Ch.B.,  D.P.H., 
No.  11,  Divisional  Health  Office, 
Lancashire  County  Council, 

Leigh  Road, 

LEIGH,  Lanca shire . 

i'ulb  ul  a  nee  S  ervic  e . 

Control  Centre 
In  Emergency 

Care  of  Children  -  Children  Let,  19 


Telephone:  Leigh  73227/o/9, 


Telephone:  Sv/inton  iiil. 

Telephone:  Earn  orth  HR. 


Children*  s  Committee,  Lancs 
ire a  Children1 s  Officer  - 


.  C.C. 

Miss  J 
89/91, 


-  mrea  11. 

.  L.  Edv/ards, 
Railway  Road, 


Leigfr 


Telephone:  Leigh  7220 6. 


Welfare  Centre,  Market  Street,  Westhoughton . 

Telephone:  Westhoughton  3139- 
Clinics, 


1,  nntenatal  and  Postnatal, 

Welfare  Centre,  Market  Street,  Westhoughton, 

Thursday  10.30  a.m.  -  11.30  a.m. 

2,  Diphtheria,  Tetanus  and  Whooping  Cough  Immunisation. 

General  Practitioner  Service. 

Welfare  Centre,  Market  Street,  Westhoughton. 

Thursday  -  2.0  p.m.  -  R. 0  p.m. 

3 •  Vaccination  against  Smallpox  or  poliomyelitis  (by  appointment) 

a)  General  Practitioner  Service, 
h)  Welfare  Centre,  Market  Street,  Wes thought on, 

i.  Child  Welfare. 


Welfare  Centre,  Market  Street,  Westhoughton. 
Tuesday  and  Thursday  2.0  p.m.  -  R. 0  p.m. 
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5*  Ophthalmic  (by  appointment) 

Welfare  Centre,  Market  Street,  Yvesthoughton. 

Wednesday  -  9.0  a.m. 

6.  Chiropody  (by  appointment.) 

Welfare  Centre,  Market  Street,  Westhoughton. 

Monday  and  Wednesday  9.30  a.m. 

7.  Orthopaedic  (by  appointment) 

School  Health  Clinic,  Jones  Street,  Korwich. 

1st  Wednesday  each  month, 

8.  Relaxation  and  Exercises  Class  for  Expectant  iothers. 

Welfare  Centre,  Market  Street,  Westhoughton. 

Tuesday  10,0  a.m.  -  11.30  a.m. 

9*  Hearing  Testing  (hy  appointment) 

Welfare  Centre,  Market  Street,  Westhoughton. 

10,  Dental 

Welfare  Centre,  Market  Street,  Westhoughton, 

Wednesday  and  Thursday  9.0  a.m. 

11,  Day  Nurseries 

There  are  four  nurseries  in  the  division  intended  primarily  for 
children  from  nine  months  to  five  years,  hose  mothers  have  to  go  out 
to  ork  because  of  difficult  social  circumstances.  _.pili cation  forms 
may  be  obtained  from  the  Matron  of  each  of  the  Nurseries,  details  of 
7/hich  are  as  follows:-  LEIGH  -  Stone  House,  St.  Helens  Road  (Leigh  72838;; 
Cavendish  Street  (Leigh  73586) ;  AT  HEETOH  -  Gloucester  Street  (Atherton  2 48)  ; 
FAfilWORTH  -  Pigrrott  Street  (Parnworth  503). 

12,  Family  Planning  Clinics 

Information  regarding  these  Clinics  is  obtainable  from  the  Divisional 
Health  Office. 

13*  School  Health  and  Minor  Ailment 

School  Health  Clinic,  Market  Street,  Westhoughton. 

Monday  and  Friday  mornings  9.30  a.m. 

Ilf.  Tuberculosis  Dispensary  and  Chest  Glinic 

(a)  The  Infirmary,  Leigh.  (Telephone  Leigh  733Vf) 

(b)  33 ?  Darley  Street,  Farnworth.  (Telephone  Farm  orth  65) 
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14.  Venereal  Diseases 


Confidential  treatment  is  available  at  the  following  Clinics:- 


a)  Civic  Centre,  Bolton, 

b)  St,  Luke’s  Clinic,  Duke  Street,  Liverpool  Road,  Manchester,  3* 

c)  Royal  Albert  Edward  Infirmary,  Wigan, 

d)  Leigh  Infirmary,  Leigh, 


Convalescence 

Under  arrangements  made  by  the  Lancs.  C.C.  Apply  to  Divisional  Health 
Office,  Leigh  Road,  Leigh,  Sick  bed  nursing  requisites  and  appliances  are 
available  free  on  loan  from  the  Divisional  Health  Office  or  District  Nurses  - 
Mrs  Hulme,  6,  Washacre,  Westhoughton.  (Telephone:  Westhoughton  3384.) 

Mrs  Barge,  1,  Clough  Avenue,  Westhoughton,  (Telephone:  Westhoughton  3323.) 

Convalescent  Treatment 

Under  arrangements  made  by  the  Regional  Hospital  Board, 

Health  Visiting  Service 

Health  Visitors/School  Nurses  are  employed  full  time  by  the  Lancs.  C.C, 
in  the  district. 

Home  Help  Service 

Under  arrangements  made  by  the  Lancs.  C.C*  Apply  to  the  Divisional 
Health  Office,  Leigh  Road,  Leigh, 

Home  Nursing  Service 

District  Nurses  are  employed  full  time  in  the  District  by  the  Lancs,  C.C. 


Hospitals 


Royal  Infirmary,  Bolton; 

Bolton  District  General  Hospital,  F&rnworth; 

Royal  Albert  Edward  Infirmary,  Wigan;  and  other  general  and  infectious 
disease  hospitals  situated  in  the  area  of  the  Regional  Hospital  Board. 

Laboratory  Facilities 

Regional  Hospital  Laboratory  facilities  at  Bolton  and  Wigan  Infirmaries 
and  the  Public  Health  Laboratory,  Manchester. 

Maternity  Homes 

"Haslam",  "Havercroft"  and  "Heaton  Grange"  Maternity  Homes,  Bolton. 
"Firs"  Maternity  Home,  Leigh, 
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Mental  Health 


This  service  is  a  most  important  part  of  the  new  Health  Service,  and  on 
application  to  the  Divisional  Health  Office,  information  and  help  can  be 
obtained  in  respect  of  the  mentally  sick  and  mentally  subnormal. 

Midwifery  Service 

Two  full-time  domiciliary  midwives  are  employed  in  the  district  by  the 
Lancs.  C.O.  The  midwife  resident  in  Wes thought on  is  Miss  Margaret  Denbigh. 

"The  Mortons,'*  Church  Street,  Westhoughton  (Telephone:  Wes though ton  2175.) 

Unmarried  Mothers  and  Illegitimate  Children 

Provision  for  their  care  is  made  by  the  Lancs.  C.C. 

Welfare  Services 

Under  arrangements  made  by  the  Lancs.  C.C.  Residential  accommodation  for 
aged  or  infirm  persons  is  available  at  Atherleigh  Grange  and  Hourigan  House, 

Leigh,  and  the  Winifred  Kettle  House,  Westhoughton. 

Old  Peoples  Voluntary  Welfare  Committee 

This  body,  consisting  of  representatives  of  all  local  voluntary  organisations 
interested  in  the  care  and  welfare  of  the  aged,  works  in  close  association  with  the 
statutory  services.  Amongst  the  many  services  it  organises  and  provides  are 
visiting,  chiropody  and  meals  on  wheels.  The  Hon.  Secretary  is  Mrs  P.  Sutton, 

26,  Hunts  Bank,  Westhoughton. 

X-ray  Facilities 

Available  at  the  Bolton  and  Wigan  Infirmaries.  Special  facilities  for 
chest  X-ray  at  the  Hospital  Board’ s  Dispensaries  and  Chest  Clinics. 
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SECTION  C 


# 


Sanitary  Circumstances  of  the  Area. 


Water  Supply 

Bolton  Corporation  supply  Yves though ton  with  water  which  is  satisfactory 
in  regard  to  quality  and  quantity.  There  are  several  sources  of  supply,  hut 
the  larger  quantity  comes  from  the  Lake  District,  nil  water  is  treated  before 
passing  into  supply* 

Pour  samples  of  both  raw  and  filtered  water  were  submitted  by  Bolton  to 
full  chemical  analysis,  and  forty-eight  samples  of  raw  and  forty-nine  samples 
of  filtered  water  to  bacteriological  examination.  In  addition,  five  samples 
were  submitted  by  my  department  for  bacteriological  examination.  Results 
showed  filtered  and  treated  water  was  of  excellent  quality,  B.  Coli  being 
absent  in  99*09/«  of  the  potable  water  samples  tested.  Where  100$>  bacteriological 
purity  was  not  obtained,  a  second  sample  taken  proved  satisfactory. 

Weekly  tests  of  the  water  show  there  is  no  significant  pluinbo  solvent 
action.  No  action  was  required  to  be  taken  in  respect  of  any  form  of 
contamination.  There  are  5*711  houses  supplied  directly  from  the  public  mains 
in  the  district.  No  houses  are  supplied  by  stand-pipes. 

During  the  year  1,730  yards  of  new  water  mains  were  completed  and  774  yards 
renewed. 

Sewerage  and  Sewage  Disposal 

This  is  largely  on  the  combined  system.  There  is  one  main  sewage  disposal 
plant  at  Rogers  Far.  and  three  subsidiary  plants  at  Dioconson  Lane,  Dog  Holes 
Farm  and  harsh  Brook.  Arrangements  for  sewerage  and  sewage  disposal  are 
becoming  inadequate  in  view  of  increasing  development  in  the  district  and 
consultants  have  been  instructed  to  prepare  and  submit  to  the  council,  a 
preliminary  outline  scheme  and  estimate  for  the  provision  of  main  drainage 
and  sewage  disposal  works  to  serve  the  district,  having  regard  to  its  known 
requirements  and  to  probable  developments  arising  from  discussions  with  the 
Lancashire  County  Council  and  the  Manchester  City  Council,  as  to  the  proposed 
increase  in  the  resident  population  of  the  district. 

Closet  accommodation 


A  survey  of  sanitary  accommodation  at  agricultural  premises  revealed  a 
substantial  reduction  in  the  number  of  privy  middens.  Only  five  dwellings  rely 
solely  on  the  use  of  a  waste  water  closet  and  in  these  cases  the  Council  have 
agreed  to  pay  half  the  cost  of  conversion  to  a  water  closet,  subject  to  a 
maximum  grant  of  £22  10s.  -d. 
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Closet  Accommodation  (cont’d.) 


Numbers  and  types  of  closet  accommodation  existing  at  the  end  of  1961,  are 
shown  below,  the  figures  for  the  end  of  i960  being  shown  in  comparison:- 


1961 

I960 

Number  of  Privy  Middens 

23 

50 

Number  of  closets  attached  to  these  middens 

27 

62 

Number  of  Pail  Closets 

47 

39 

Number  of  Dry  Ashpits 

- 

Number  of  Moveable  Ashbins 

6,233 

5,970 

Number  of  Trough  Closets 

- 

- 

Number  of  Waste  Water  Closets 

21 

41 

Number  of  Fresh  Water  Closets 

6,281 

5,992 

Conversions  during  I96I:- 

Nurnber  of  Privy  Closets  to  Fresh  W.C.’s,  - 

Number  of  Privy  Closets  to  Pails  - 

Number  of  Waste  Water  Closets  to  Fresh  Water  Closets  1 

Number  of  premises  at  which  moveable  ashbins  were 
substituted  for  fixed  receptacles  - 

Trough  Closets  to  Washdown  Pedestals  - 

Public  Cleansing 

Refuse  Collection  and  disposal  is  carried  out  by  the  Local  Authority  under 
the  supervision  of  the  Chief  Public  Health  Inspector.  Twenty  men  are  employed 
in  emptying  each  v/eek  over  6,000  bins;  collecting  waste  paper  for  salvage 
from  shops  and  also  other  trade  refuse  and  carrying  out  controlled  tipping  at 
the  Council’s  refuse  disposal  site  at  Warcock  Hill.  Tribute  should,  I  think, 
be  paid  to  the  men  and  the  Foreman  for  carrying  out  an  arduous  job  under  very 
often  difficult  weather  conditions.  By  the  efforts  of  all  concerned,  a  regular 
collection  of  refuse  was  maintained  throughout  the  year.  The  Council  now  employ 
four  refuse  vehicles  and  it  is  intended  to  replace  our  oldest  vehicle  at  an  early 
date  by  a  new  Fore  and  Aft  Tipper,  having  a  Power  Press  to  compact  the  refuse 
and  give  a  vehicle  capacity  of  up  to  25  cubic  yards.  This  additional  vehicle 
capacity  is  important  as  future  tipping  sites  are  likely  to  be  on  the  outskirts  of 
the  Urban  District. 

A  total  of  383  dustbins  were  issued  during  the  year  under  the  dustbin 
replacement  scheme,  which  becomes  a  charge  on  the  General  Rate  Fund.  This 
compares  with  375  dustbins  issued  in  the  previous  year. 

Street  scavenging  is  carried  out  under  the  supervision  of  the  Engineer  and 
Surveyor. 


Salvage 


The  collection  of  waste  paper  and  tins  was  as  follows 


1961 

I960 


Waste  Paper  Loose  Tins 

98  tons  4  cwts.  8  tons  10  cwts. 

104  tons  12  cwts.  - 


Income 

£671 

£680 


Tins  have  continued  to  be  removed  from  the  tip  in  the  normal  process  of 
controlled  tipping. 


Sanitary  Inspections 


1961 

i960. 

Premises  visited 

1,279 

2,840 

Number  of  visits:- 

3,480 

4,743 

Housing  and  Nuisances 

1,448 

2,325 

Factories 

84 

105 

Inf ectio us Diseases 

30 

14 

Rodent  Control 

17 

69 

Offensive  Trade 

20 

16 

Schools 

21 

20 

Shops 

901 

533 

Slaughterhouses 

140 

279 

Food  Premises 

226 

198 

Clean  Air 

626 

6l|_2 

Miscellaneous 

367 

522 

Defects  or  Nuisances:- 

Number  discovered 

1,387 

753 

Number  abated 

1,636 

620 

No,  of  Notices  Served:- 

Informal 

182 

190 

Statutory 

34 

45 

While  less  survey  work  was  carried  out  during  this  year  and  a  lover  number 
of  visits  to  premises  recorded  than  for  the  previous  year,  there  was  a  substantial 
increase  in  the  number  of  defects  op  nuisances  discovered  and  abated.  The  majority 
•jf  work  was  carried  out  as  a  result  of  informal  action  and  no  legal  proceedings 
were  instituted  during  the  year. 


Outwork 


There  were  nine  outworkers  employed  in  the  district  packing  Xmas  crackers. 
Shops  and  Offices. 

There  were  501  inspections  of  shops  carried  out  during  the  year  on  behalf  of 
the  Lancashire  County  Council.  Individual  contraventions  of  the  Shops  .act,  1990, 
relating  to  ventilation,  temprature  and  sanitary  accommodation  noted  on  these 
inspections  were  dealt  with  informally  and  remedied, 
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Shops  and  Offices  (cont’d.) 


Thirteen  inspections  of  offices  were  carried  out  during  the  year,  under  the 
provisions  of  the  Public  Health  Act,  1936  and  contraventions  were  dealt  with 
informally  and  remedied. 

Glean  Air 

Two  Smoke  Control  Orders  were  made  by  the  Council  during  the  year.  The 
Westhoughton  (No.  2)  Order  comes  into  operation  on  1st  October,  1962  and  consists 
of  311  dwellings  in  the  Leigh  Road  and  Clough  Farm  Estate  Area.  From  the  date  of 
operation  householders  will  be  required  to  use  smokeless  fuels  which  include  gas 
and.  electricity.  Houses  without  any  gas  supply  may  have  their  firegrates  lit  by 
using  sticks  and  paper.  Coal  must  not  be  used  and  householders  are  advised  to  use  a 
premium  smokeless  fuel  such  as  Phimax  or  Warmco  for  lighting  where  gas  or  electric 
ignition  is  not  available. 

It  is  expected  that,  subject  to  Ministry  confirmation.  The  Westhoughton  (No.  l) 
Order,  which  consists  of  council  houses  at  Daisy  Hill  and  some  adjoining  private 
development,  will  come  into  operation  during  1963.  At  present  22f3  dwellings  are 
included  in  this  Area.  During  the  year,  a  pilot  conversion  scheme  was  carried  out 
on  one  of  the  back  to  back  ranges  installed  in  the  Daisy  Hill  council  houses.  The 
provision  of  an  open  fire  convector  appliance  in  place  of  the  existing  back  to  back 
range  proved  very  satisfactory.  It  is  anticipated  that,  subject  to  Ministry  approval 
these  back  to  back  ranges  will  be  replaced  by  the  Council  prior  to  the  No.  1  Order 
coming  into  operation. 

Fifty-five  observations  of  industrial  chimneys  were  carried  out  during  the 
year.  Several  conversions  of  boilers  to  oil  firing  took  place  and  a  modern  low  ram 
coking  stoke  fitted  to  one  boiler,  achieved  a  worthwhile  improvement  in  reducing 
smoke  emission.  Notice  of  proposal  to  install  a  new  furnace  was  received  in  seven 
instances. 

Offensive  Trades 

Routine  inspections  of  a  fat  melters  premises  were  carried  out. 

Common  Lodging  Houses. 

There  are  no  Common  Lodging  Houses  in  the  district. 

Swimming  Baths  and  Pools 

There  are  no  swimming  baths  or  pools  in  the  district. 

Disinfestation 

During  the  year  fourteen  houses  were  treated  for  cockroach  infestation  by  using 
dieldrin  powder  or  insecticidal  lacquer.  Two  cases  of  bug  infestation  occurred  and 
the  premises  were  sprayed  with  D.D.T/Py  re  thrum  solution.  Ma  lathi  an  spray  was  used 
in  the  case  of  five  infestations  of  gooseberry  mite  and  earwigs. 

Precautionary  spraying  of  all  houses  vacated  under  the  Council’s  Clearance 
Programme  was  carried  out  and  fifty-four  houses  were  dealt  with  during  the  year. 
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Schools 


# 


The  water  supply  to  the  schools  in  the  area  was  found  to  he  constant  and 
sufficient.  All  schools  now  have  modern  type  water  closets  and  twenty-one 
inspections  were  carried  out  during  the  year.  Regular  colour  washing  of  the 
conveniences  is  carried  out. 

Rag  Flock  and  Other  Filling  Materials  Act,  1951* 

There  are  no  premises  in  the  area  where  rag  flock  is  manufactured,  used 
or  sold. 

Rodent  Control 

During  1961  the  work  of  rodent  control  continued,  the  Cleansing  Foreman 
carrying  out  treatment. 

All  rat  and  mice  infestations  are  promptly  dealt  with,  private  dwellings 
without  conditions  conducive  to  infestation,  being  treated  free  of  charge. 
Treatment  of  business  premises  is  charged  on  a  basis  of  men’ s  time  and 
materials  used. 

Two  hundred  and  thirty- three  premises  were  inspected  and  eight  hundred  and 
forty  visits  made  to  property  either  for  the  purposes  of  survey  or  for  dealing 
with  infestations.  One  hundred  and  eighty-five  rat  infestations  and  four  mice 
infestations  were  found  and  treatment  carried  out.  In  addition,  one  hundred 
and  six  inspections  of  agricultural  properties  were  undertaken  in  the  course  of 
the  year.  The  treatment  of  the  sewers  using  arfarin  poison  plus  a  bait 
preservative  was  carried  out  as  usual. 

Moveable  Dwellings. 

Little  action  was  necessary  in  relation  to  moveable  dwellings  though  on  one 
or  two  occasions  during  the  year,  caravans  were  parked  for  a  short  period  on 
vacant  land  adjoining  Hart  Street. 
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SECTION  D. 


Inspection  and  Supervision  of  Food . 


Milk  Supply 

Dairy  Farriers  are  now  registered  by  the  Ministry  of  Agriculture,  Fisheries 
and  Food.  All  dairy  herds  in  Wes  thought on  are  now  attested  and  free  from 
tuberculosis. 

No  milk  supply  was  diverted  for  heat  treatment. 

,.11  milk  supplied  to  schools  is  heat  treated. 

Under  the  provisions  of  the  Milk  (Special  Designation)  Regulations,  i960, 
dealers  licences  to  sell  Tuberculin  Tested;  Pasteurised  or  Sterilized  Milk,  arf 
now  issued  by  the  Lancashire  County  Council,  who  are  the  Food  and  Drugs  Authority 
for  the  Area.  The  necessity  remains  for  dairies  other  than  dairy  farms  and  milk 
distributors  other  than  dairy  farmers  to  be  registered  by  the  Local  Authority 
under  the  Milk  and  Dairies  (General)  Regulations,  1959.  It  was,  on  occasions, 
necessary  to  point  out  to  one  or  two  milk  distributors  that  vehicles  from  which 
milk  is  sold  must  bear  their  name  and  address  legibly  and  conspicuously 
displayed. 

All  milk  sold  by  retail  for  human  consumption  in  the  district,  must  be 
specially  designated  milk  in  accordance  with  provisions  of  the  Milk  (Special 
Designation)  (Specified  .Areas  )  (No.  2)  Order,  1954. 

Action  taken  by  the  local  authority  in  relation  to  samples  taken  in  the 


district 

(a) 

Raw  Milk 

(i)  Tuberculosis  - 

biological  test. 

No. 

of  samples 

20 

No.  negative 

Reduction  Test, 

20 

No.  positive 

— 

(ii)  Methylene 

Blue 

No. 

of  samples 

29 

No.  satisfactory 

24 

No.  unsatisfactory 

.5 

A) 

"Heat  Treated” 

Milk 

-  "Pasteurised” 

(i)  Phosphatase  te 

st. 

No. 

of  samples 

14 

No.  satisfactory 

14.  .. 

No.  unsatisfactory 

- 

(ii)  Methylene 

Blue 

Reduction  Test 

No. 

of  samples 

14 

No.  satisfactory 

.13 . 

No.  unsatisfactory 

1 

(0) 

” Sterilized” 

( iii )  Turbid! ty 

test 

• 

No. 

of  samples 

4 

No.  satisfactory 

4  .. 

No.  unsatisfactory 

- 

Unsatisfactory  Methylene  Blue  Reduction  Tests  which  relate  to  the  keeping 
quality  of  the  milk,  were  reported  to  the  County  Milk  Production  Officer  for 
action. 
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Milk  Supply  (cont’d. ) 

No.  of  notifications  of  tuberculous  milk  forwarded  to  the  Divisional 
Inspector  of  the  Ministry  of  Agriculture  and  Fisheries  in  respect  of:- 

(a.)  Milk  produced  in  the  district  . . .  - 

(b)  Milk  produced  in  other  districts  . . - 


Result  of  Ministry  investigations 
arising  from  notifications  by  the  local 


’within  the 
authority 

i j 


district 


during  the  year 


No.  of  veterinary  inspections 

No.  of  cases  where  animals  seized  under  Tuberculosis  Order  1938 

No.  of  animals  seized  . . . .  ..  . 

No.  of  cases  reported  negative  where  animals  had 

been  sold  prior  to  investigations . . 

No.  of  cases  reported  negative,  no  animals  seized  . 


Ice-Cream 


Sixty-seven  premises  are  registered  for  the  sale  of  ice-cream,  which  is 
pre-packed”  with  the  exception  of  one  shop  selling  a  "cold  mix"  product. 

Eighteen  samples  of  ice-cream  were  taken  during  the  year  and  ten  were 
found  to  be  in  the  provisional  Grade  1,  seven  samples  Grade  11  and  one  sample 
Grade  111. 

Shell  Fish 


No  cases  of  illness  due  to  consumption  of  shell  fish  were  reported. 


Food  Premises 

No.  of  food  premises,  by  type  of  business,  in  district  at  end  of  year: 


Type  of  Business  No. 


General  grocers  and  provision  dealers  66 
Greengrocers  and  fruiters  (incl.  those  selling  wet  fish,  game  etc.  17 
Fishmongers  (incl.  those  selling  poultry,  game  etc.  1 
Meat  Shoos  15 
Bakers  and/or  confectioners  27 
Fried  Fish  shops  11 
Shops  selling  mainly  sugar  confectionery,  minerals,  ice-cream  etc.  7 
Licenced  premises,  clubs,  canteens,  restaurants,  snack  bars  M3 
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Food.  Premises  (cont'd) 

Inspection  of  food  premises  is  often  carried  out  when  a  visit  has  been 
made  primarily  for  some  other  purpose,  but  during  the  year  226  inspections 
were  carried  out  for  the  specific  purpose  of  investigating  conditions  relating 
to  food  hygiene*  As  a  result  of  the  work  of  your  Inspectors,  one  hundred  and 
five  items  requiring  attention  were  remedied  during  the  year.  These  included 
such  matters  as  decoration,  provision  of  improved  washing  facilities;  better 
protection  of  food;  repair  of  surfaces,  counters  etc.,  in  food  shops. 


Meat 


All  carcases  and  offal  of  animals  slaughtered  in  the  district  are  inspected 
prior  to  sale.  No  premises  are  licenced  to  slaughter  horses.  Two  private 
slaughterhouses  are  now  licensed  and  in  operation.  Only  a  very  small  proportion 
of  meat  sold  in  the  district  is  killed  in  Westhoughton.  The  majority  of  our 
meat  canes  from  slaughterhouses  at  Liverpool,  Bolton,  Atherton  and  to  a  lesser 
extent  Manchester  and  Leigh,  The  Council  are  anxious  that  every  opportunity  should 
be  given  to  local  butchers  to  provide  slaughterhouse  facilities  complying  fully 
with  the  high  standards  set  out  in  the  Slaughterhouses  (Hygiene)  Regulations,  1958? 
and  the  Slaughter  of  Animals  (Prevention  of  Cruelty)  Regulations,  1558. 
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Meat  (cont^d. ) 

Carcases  and  Offal  inspected  and  condemned  in  whole  or  in  part:- 


♦ 


Cattle 

excluding 

Cows 

Cows 

Calves 

Sheep 
and" 
lamb  s 

Pigs 

Number  killed  (if  known) 

230 

Nil 

Nil 

O  O  O 
..cLO 

59 

Number  Inspected 

230 

Nil 

Nil 

228 

59 

.ill  diseases  except  Tuberculosis 
and  Cysticerci. 

Whole  Carcases  condemned 

Nil 

Nil 

Nil 

Nil 

Nil 

Carcases  of  which  some  part 
or  organ  v/as  condemned 

22 

Nil 

3 

5 

Percentage  of  the  number  inspected 
affected  with  disease  other  than 
Tuberculosis  and  Cysticerci. 

9.5^ 

Nil 

1. 3fo 

0  .  If/o 

Tuberculosis  Only 

Whole  carcases  condemned 

Nil 

Nil 

1 — 1 

1 — T-* 

H- 
1— 1 

Nil 

Carcases  of  which  some  part  or 
organ  was  condemned 

1 

Nil 

Nil 

Nil 

Nil 

Percentage  of  the  number 
affected  with  Tuberculosis 

0.1+5% 

Nil 

Nil 

Nil 

Nil 

Cysticercosis 

Carcases  of  which  some  part  or 
organ  was  condemned 

3 

Nil 

Nil 

!  Nil 

1 

Nil 

Carcases  submitted  to  treatment 
by  refrigeration 

Nil 

Nil 

Nil 

Nil 

Nil 

Generalised  and  totally  condemned 

Nil 

Nil 

1  Nil 

f  Nil: 

Nil 

Food.  Condemned 


The  following  foodstuffs  were  condemned  and  surrendered: 


Tinned  Meat 

30k  tins 

Tinned  Fish 

lk 

tins 

Tinned  Fruit 

397  tins 

Tinned  Fgg 

2 

t  .1  iiS 

Tinned  Vegetables 

2 Ik  tins 

Tinned  Pickles 

23 

tins 

Tinned  Milk 

69  tins 

Tinned  Soup 

tins 

Tinned  Rice  Pudding 

60  tins 

Cauliflower 

1 

cask 

Fish 

21  lbs 

Cheese 

5 

lbs 

Rice 

19  lbs 
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Food  Condemned  (cont'd. ) 

The  total  weight  of  food  condemned  excluding  meat  at  Slaughterhouses  was 

1  ton  5  cwts. 

Condemned  meat  is  removed  "by  arrangement  and  disposed  of  locally  in 
Concentrators  for  conversion  to  fertilizers  and  tinned  ford  is  "buried,  under 
supervision,  at  the  Council’s  controlled  tip. 

Food  Poisoning 

No  cases  of  food  poisoning  were  reported  during  the  year. 

Food  and  drugs  Act,  1953 

The  Lancashire  County  Council  is  the  Food  and  Drugs  Authority  in  the 
district.  The  County  medical  Officer  of  Health  has  kindly  supplied  me  with 
the  following  information :- 

A  total  of  80  samples  was  obtained,  consisting  of  51  samples  of  milk 
(3  of  which  were  Channel  Islands  milk)  and  29  others  comprising. 


1  Blancmange  powder 
1  Coffee  extract,  dry 
1  Vinegar 
1  Bacon 

1  Hot  meat  drink  powder 
1  Arrowroot  powder 
1  Liquid  paraffin  B.P. 

1  Flour 

1  Fruit,  dried,  currants 
1  Cut,  mixed  peel 
1  Ground  Nutmeg 

1  Ammonia ted  tincture  of  quinine 
1  Instant  Welsh  Rarebit 
1  Li<  .-.id  paraffin  emulsion 


1  Barley 
1  Fruit,  canned. 

1  Butter 

1  Fruit  in  jelly. 

1  Boraoic  acid  powder. 

1  Cod  liver  oil  B.P. 

1  Glycerin  B*P. 

2  Cheese 

1  Fxtract  of  malt  with  cod  liver  oil 

1  Ground  cinnamon 

2  Saccharin  tablets 
1  Teething  powders 

1  Blackcurrant  health  drink  with 
Vitamin  C. 


All  the  above  samples  were  reported  by  the  County  Analyst  to  be  genuine, 


with  the  exception 

of  the  following:- 

Type  of  Sample 

Result  of  Analysis 

Action  Take 

1  Formal  milk 

1  Formal  milk 

Fat  2.85/1,  deficient  5$  fat. 

Fat  2.85$,  deficient  5$  fat. 

)  Same  vendor.  Vendor 
)  notified  and  further 
)  samples  obtained. 

1  Formal  milk 

Fat  2,90$,  deficient  3.3$  fat 

Vendor  interviewed. 

1  Formal  milk 

Fat  2.90$,  deficient  3.3$  fat. 

Vendor  interviewed. 

1  Ammonia ted 
tincture  of 
quinine 

Aim  onia  0.72$  w/v  (B.P.  C. 
limits  0.85  -  1.05$  w/v). 

Deficient  0.13$  of  the  minimum 
amount  of  ammonia. 

Vendor  notified. 
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SECTION  E. 


Housing 

Statistics 

Fifty  two  Council  dwellings  were  completed  during  the  year.  These  consisted  of 
32  x  3  bedroom  houses,  12  x  2  bedroom  houses  and  8x1  bedroom  bungalows# 

Two  hundred  and  eleven  houses  were  completed  during  the  year  by  private  builders. 

Conditions  -  General  Observations 

Approximately  20/  of  all  houses  in  Westhoughton  are  owned  and  maintained  by  the 
Council.  The  proportion  of  modern  housing  accommodation  is  steadily  risrng  as  new 
development  continues.  Houses  in  private  ownership  which  become  vacant  are  not  usually 
re-let  and  the  number  of  Owner/ Occupiers  is  increasing.  Where  houses  have  a  satisfactory 
life  of  at  least  13  years,  every  encouragement  is  given  by  the  Council  for  improvements 
to  be  made,  particularly  in  relation  to  bathroom  facilities. 

Sufficiency  of  Supply  of  Houses 

There  were  263  applicants  on  the  Council' s  Housing  List  and  of  these  73  householders 
and  36  lodgers  desired  houses  and  110  householders  and  24-  lodgers  desired  bungalow 
accomnoda tin. 

Fitness  of  Houses. 

One  thousand  four  hundred  and  forty  eight  inspections  were  carried  out  during  the 
year  in  relation  to  the  fitness  of  houses.  Defects  were  remedied  at  123  houses  as  a 
result  of  the  service  of  notices  or  other  action  by  the  Department.  The  number  and  type 
of  defects  found  and  remedied  by  the  end  of  the  year  is  shown  below: - 


Type  of  Defects  at  Dwelling  Houses. 

Found 

Remedied 

Drains 

67 

80 

Roofs 

49 

4-3 

Chimneys 

32 

39 

Eavesgutters 

27 

31 

Rainwater  pipes 

12 

22 

Walls 

37 

116 

Damp 

91 

142 

Wallplaster 

176 

1 66 

Ceiling  plaster 

144- 

138 

Sinks 

7  | 

8 

Sink  Waste 

6 

10 

Skirtings 

1 

3 

Floors 

100 

103 

Stairs 

9 

16 

Windows 

102 

163 

Ventilation 

27 

102 

Doors 

63 

69 

Food  Storage 

31 

39 

Food  Preparation 

9 

10 

Food  Cooking 

1 

6 

Lighting  (Natural) 

30 

80 

Firegrates 

21 

8 

Closets 

46 

33 

Yards  and  Passages 

37 

Other  Defects 

i 

!  26 

1 

25 

i  Total 

1221 

1324 
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Fitness  of  Houses  (cont’d.) 

Forty  houses  were  represented  as  unfit  for  human  habitation  and  these 
included  twenty  houses  contained  in  three  Clearance  Areas.  Forty  one  houses  were 
demolished  and  five  closed.  Sixty  one  families  were  re-housed  by  the  Council  and 
accommodation  was  thus  provided  for  one  hundred  and  sixty  two  persons. 

Three  applications  for  Discretionary  Improvement  grants  were  received  by  the 
Council  and  approved  and  work  was  completed  at  five  houses  by  the  end  of  the  year. 

Standard  Grants  which  provide  for  the  provision  of  five  standard  amenities, 
i.e.  a  fixed  bath  or  shower;  a  wash-hand  basin;  a  hot  v/ater  supply;  a  vreiter  closet 
and  satisfactory  food  storage  facilities,  were  approved  for  all  2 4  applications 
received  and  work  was  completed  in  19  cases.  The  amount  of  grant  in  these  cases 
is  half  the  actual  cost  of  the  work,  subject  to  a  maximum  of  £155?  where  the  five 
standard  amenities  are  provided.  Owners  are  urged,  where  practical,  to  take 
advantage  of  these  grants  to  provide  their  property  with  modern  amenities. 

One  application  for  a  Certificate  of  Disrepair  was  received,  but  was  not 
issued,  as  the  Landlord  undertook  to  carry  out  essential  repairs. 


I 


SECTION  F. 


Prevelence  of,  and  Control  over 
Infectious  and  other  Diseases 

Diphtheria 

No  case  occurred  in  the  district.  The  need  to  continue  immunisation, 
however,  remains* 

Dysentery 

No  case  notified. 


Erysipelas 


One  case  was  notified. 

Food  Poisoning 

This  disease  is  notifiable  under  Section  26  of  the  Pood  and  Drugs  Act, 
1955*  No  cases  were  reported  during  the  year. 

Measles 


A  total  of  218  notifications  were  received. 
Meningococcal  Infection 

No  case  notified. 

Paratyphoid  Fever 

No  case  notified. 

Acute  Pneumonia 


No  case  was  notified. 

Poliomyelitis 

No  case  reported. 

Puerperal  Pyrexia 

No  case  notified. 

Scarlet  Fever 

Eight  cases  occurred  as  against  seven  in  I960.  Again  this  disease  was 
mild  in  character  and  no  complications  were  reported. 


25 


Smallpox 

No  case  or  contact  reported. 

Tuberculosis 

One  new  case  of  respiratory  tuberculosis  was  notified  during  tie  year  as 
against  three  respiratory  cases  during  the  previous  year. 

Whooping  Cough 

Nine  oases  of  whooping  cough  were  notified  during  the  year. 
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(other  than  tuberculosis) 


Tuberculosis 


Nevf  Cases  and  Mortality  during  1961. 
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SECTION  G. 


Factories  Acts,  1937  -  1959. 


Visits  to  factories  during  the  year  showed  that  standards  of  sanitary 
accommodation  are  generally  satisfactory.  Co-operation  with  firms  was  good  and 
legal  action  to  enforce  the  provisions  of  the  Factories  Acts  was  found 
unnecessary.  Cotton  Spinning  and  Weaving;  Steel  Erecting;  Metal  Box  Manufacture; 
Manufacturing  Chemists;  Paint,  Raincoat  and  Plasterboard  Manufacture  are  the 
chief  industries  in  the  area. 


Prescribed  Particulars  on  the  Administration 
of  the  Factories  Act,  1937* 

Part  1  of  the  Act. 

1.  Inspections  for  purposes  of  provisions  as  to  health  (includin'  inspections 
made  by  Public  Health  Inspectors.) 


1 

Premises  (l) 

Number  on 

Number  of 

Register. 

(2) 

Inspections 

(3) 

Written 

Notices 

(k) 

Occupiers, 
prosecuted 
(5) . 

1.  Factories  in  which  Sections  1,2,3,4«  £ 
are  to  be  enforced  by  Local  Authorities 

4 

If' 

1 

Nil 

2.  Factories  not  included  in  (l)  in  which 
Section  7  is  enforced  by  the  Local 
Authority. 

8H 

86 

12 

Nil 

3.  Other  premises  in  which  Section  7  is 
enforced  by  the  Local  Authority, 
(excluding  outv/orkers  premises.) 

10 

10 

Nil 

I 

98 

100 

13 

Nil 

i 
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* 

Factories  .Acts,  1937  -  1959  (nont'd. ) 

2.  Cases  in  which  DEFECTS  were  found. 


Number 

Found 

(2) 

of  cases  in 
^Remedied 

..  (3) 

which  defects 

ToTHTTf: - 

Inspector 

(4) 

were  found 
— Tiv'Tr  "vrr' 

dj  n. 
Inspector 
(5) 

Number  of  cases 
in  which  prosec¬ 
utions  v/ere 
instituted. 

Want  of  cleanliness  (S.l) 

Overcrowding  (S.2) 

— 

— 

— 

— 

— 

Unreasonable  temperature  (S.3 

— 

— 

— 

— 

— 

Inadequate  ventilation  (S.4j 

— 

— 

- 

— 

~ 

Ineffective  drainage  of 

floors  (S.6) 

1 

1 

— 

- 

— 

Sanitary  Conveniences  (S.7) 

a)  Insufficient 

2 

1 

— 

— 

— 

b^  Unsuitable  or  defective 

20 

3 

— 

— 

c)  Not  separate  for  sexes 

1 

— 

— 

— 

- 

Other  offences  against  the 

Act  (not  including  offences 

relating  to  out  work. ) 

LI _ i. 

1 

•— 

1 

— 

1 

l 

» 

i  25 

1  3. 

1 

1 

Part  Vlll  of  the  Act  -  Nine  outworkers  are  employed  in  the  district. 


Nature  of  Work, 

Section  110. 

Section  111 

No.  of  out¬ 
workers  in 
August  list 
required  by 
Sec. 110 ( l) C 
(2) 

No.  of  cases 
of  default 
in  sending 
lists  to  the 
Council. 

(3) 

No.  of  pros¬ 
ecutions  for 
failure  to 
supply  lists 

(4) 

No,  of  inst¬ 
ances  of 
mot  in  un¬ 
wholesome 
premises 
(3) 

Notices 

Served 

(6) 

Pros¬ 

ecut¬ 

ions 

(7) 

Packing  Xmas  Crackers 

i 

9 

Nil 

1 

f 

Nil 

Nil 

Nil 

Nil 
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